♦ 25X1.1 


Approved Fo^J^j^^^8/^r:'tP»TOF00^0001 0A0041 OTOOOOOli 


T . f Ni A? vCENt^l^T£iX!iEN<x' AGfcNd?, v ::~ : 

«N ^I^^AriC^ aEPGRT s 

rco NO - 



OOUHTJFf 

SUBJECT 


a»8t GerjE^ny/Poiand 

Brown Coal Combine at Konir. 


25X1 


25X1 

jftjune 1S54 

NO. QF PAGEjS, i 


PLACE 

ACQUIRED 

DATE OF 

mto 



& DOCaHEII? &ONTAIWS t SieiUSlATJOa APFSCTWO TBK WAfJCBAt OCFSHta I 
|«F YXH UNITED STATES, ftiTfttf* THE KfiAHiJTS OF TITLE IE. 'ECTICTS 78?. jj 
I Aii& T9». 0? WE U 3. CO0E, AS «SEHagi>. ?T» TgA5|>«JSi40« 0 » REV Si 
1 ATKH* OF iTS COHTEUTS TO OR OSCUfT fiV AM QiifiiJrHOfUXi-O f 

3 POOH!»(TfO BY LAiSf THfi REMOOUCTIO^ O? 1H15 FORM 15 PSCiS'^iTETr. S 


I mmmm 


" ■ "’ ' H 

THIS i§ UNEVALPATEP INFORMATION 


25X1 


On 30 December 1953 e a conference wea held between representatives of ¥EB„&aargi© -» 
proie^ttervuog (Designs Office for Power stations} sad the Berlin II Designs Bureau 
for Industrial Construction Work on the acceleration of the df signing work for the 
;ocvwor sta tion of the- 'brown coal combine at Sonia*’ in Poland* It was stated that it 
•j jmd ce possible to transmit the completed designs for the power station to the 
^ij^ergbprojBkt vtooaawa"’ on 1 June 1954 instead of 15 August* 
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